SEPA Environmental Event Report 


Elms Event Number ENV/0899578 

Event Description Odour from 2 Sisters Food Group 


Reported By 
Surname 
Forename 
Organisation 
Name 
Address 1 
Address 2 
Address 3 
T own 
Post Code 
Tel No 
Fax No 

Email Address t 

Receiving Officer 

Time Received 13:26:45 

Date Received 22-JUN-19 

Location No Location currently held on system 


Date Event Occurred 22-JUN-19 

Site Name 2 Sisters Poultry Limited, Coupar Angus 

Catchment 

Mental H&S Low 

Assessment 

Assessment 

Description 

Impact Category 4 - Other 

Cause Unknown 

Source IPC/PPCpartA 

Potential Hazard 

Complainants Notified? Yes Details 


Notification Number 1 


Origin Complainant 

Affected Medium Air 

Investigating Team Falkirk, Alloa, Stirling and Perth 

Investigating Officer 


Time Responded 13:26:00 

Date Responded 22-JUN-19 

Within 24? Yes 

Located Notifiers Address? No 


RSA Site? No 


Type Odour 

Sector Industry 

Sepa Activity PPC 
Farm Name 
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SEPA Environmental Event Report 


Action 

Description 


notification received on standby by 

SCC; in house, has had to close all of the windows. Same smell as 5 days ago 4 out of 5. Saturday 22/06/19 

09:00 

Not as bad as 5 days ago but is still bad. Dry bit overcast. 

IT left a voicemail meaasge 14:40hrs 22/06/2019 with advising that had been dealing with another 

complaint but to call back if w ished / if odour again. did no call IT again w hilst on standby that w eekend. 

1 complaint received over the duration of the w eekend. 

24/06/2019 - spoke w ith 
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